Respondent was engaged in reclamation work at the Lamar mine, and
it began to move its mining equipment to the No. 1 Mine.

3.  The R&S Mine at Lamar had approximately 5 to 6 employees.
It had been inspected by MSHA since about 1980.  It had first aid
equipment at the mine, and had made arrangements for emergency
medical and ambulance facilities at the mine.  It had filed a
copy of a ground control plan with MSHA, had sanitary toilet
facilities and had been granted a waiver by MSHA for bathing
facilities. A mine office was maintained at the Lamar Mine*

4.  As of October 28, 1985, no coal had been removed from
the No, 1 Mine.  Some of the overburden covering the coal seam
had been removed, namely part of the topsoil.  Three employees
were at the mine site on October 28, 1985 and were doing
mechanical work on mining equipment. A caterpillar bulldozer and
a Michigan Front End loader were on the mining property.  The
topsoil had been removed by the bulldozer, and no blasting had
been performed as of October 28.

5.  Respondent sells its entire output of coal to the
Arkansas Charcoal Company in Paris, Arkansas, The Charcoal is
sold in states other than Arkansas. The subject mine produced
about 2000 tons of coal from October 1985 to March 30, 1986 and
4000 to 5000 tons from April to June 1986.  Approximately 8000
tons had been produced between the date the mine was opened and
the date of the hearing.

6.  Equipment used in the mine include ,1 D-8 and 1 D-9
Caterpillar bulldozer, a Michigan Frontend loader, a track loader
and a John Deere Road digger. This equipment and the replacement
parts for it were manufactured outside of the State of Arkansas.

7.  Citations were issued for safety violations at the Lamar
plant, but there is no evidence as to their number. There have
been no lost time accidents at Respondent's mines in the past
four years.

8.  Prior to the time the No. 1 Mine was opened, MSHA
inspector Lester Coleman informed the Superintendent that he had
to get the required paper work into the MSHA office.  The
Inspector gave him a packet containing instructions and the
necessary forms.

9.  On October 28, 1985, Federal Mine Inspector Coleman
issued Citation No. 2339807 charging a violation of 30 C.F.R.

S 77.1707(a) because there was no first aid equipment at the mine
site.  The equipment was located at the Lamar mine and
Respondent's Superintendent stated that he just had not had time
to transfer it to the No. 1 Mine.  The citation was terminated
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